ELLWOOD DAVIS - 
STANDARDS EDITOR 


Elwood T. Davis 


Elwood T. Davis (B.S. Engineering, 
1929, Pennsylvania State University) 
has been with Leeds and Northrup Com- 
pany since that date. He has served 
as head of the Automatic Control Sec- 
tion of the Engineering Department, 
head of the Systems Division of R&D 
and is presently Planning Manager for 
the Analog Controls Division. He holds 
thirty-three U. S. and foreign patents, 
with others pending. He originated the 
basic concept on which Leeds and North- 
rup’s present electronic control systems 
are based. He is the author of the 
chapter on ‘Electric Controllers” in the 
Process Instruments and Controls Hand- 
book, and author of the chapter on Con- 
trollers for the Encyclopedia of Elec- 
trochemistry. Mr. Davis is a member 
of IEEE and a senior member of ISA, 
and is presently active on various com- 
mittees of the IEEE, the ISA, and other 
technical societies, with special com- 
mittee assignments on standards. 

His column in M&D will report on all 
pertinent standards activities, includ- 
ing those of ISA, IEEE, SAMA, USASI, 
IFC, NEMA and BSI (British Standards 
Institute). 


ED SHARPE — 
SIMULATION EDITOR 


Ed Sharpe 


Ed Sharpe, Technical Editor, Elec- 
tronic Associates, Inc., W. Long Branch, 
N. J., will serve as M&D Consulting 
Editor, System Simulation. Mr. Sharpe 
received a commendation citation for 
his supervision of two Army Signal 
Schools. He is author of ‘Hybrid Com- 
puters Aid Process Control” and ‘‘The 
Analog Computer.” 


ARONSON APPOINTED 


Richard Aronson has joined Codella 
Savage Peck Inc., advertising and pub- 
lic relations, as a vice president. Mr. 
Aronson had been News Editor of Con- 
trol Engineering, Project Manager at 
Coastal Publications. 
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BILBY APPOINTED 
AT WESTON 


~~ 


Robert E. Bilby 


Robert E. Bilby has been appointed 
Manager of Advertising and Sales Pro- 
motion for Weston Instruments Division, 
Weston Instruments, Inc., Newark, New 
Jersey. Mr. Biiby has held advertising 
and marketing positions with Sylvania 
Electronic Components, Tung-Sol Elec- 
tric and General Electric. He is a gradu- 
ate of Upsala College, N. J. 


KING NUTRONICS APPOINTS 
ARNO SEEGERS 


Arno G. Seegers 


J. Robert King, president of King 
Nutronics Corporation, Van Nuys, Cali- 
fornia, has announced the appointment 
of Arno G. Seegers (formerly Products 
Planning Manager of Marsh Instrument 
Company, Wilmette, Illinois) as Director 
of-Marketing, King Nutronics Corpora- 
tion manufacturers pressure, flow and 
force calibration systems. 


NEW PRES. FOR VRCI 


David C. Lawton 


David C. Lawton, divisional sales man- 
ager for Fairchild Controls, has been 
named president of the Variable Resis- 
tive Components Institute. Lawton is 
well known in the precision potentio- 
meter field. 


JULIE WINS AWARD 


The Select Committee of Jurors of 
The City College of The City Univer- 
sity of New York, New York, N. Y. 
10031 has awarded Loebe Julie, ’41EE, 
a Special Medal in commemoration of 
the Fiftieth Anniversary of the School 
of Engineering. This medal symbolizes 
the recognition by the College and the 
Engineering Alumni of ‘outstanding con- 
tribution to Industry and Commerce.” 





ANNUAL 
INDEX 


1968 - VOL. 2 


In 1968, M&D brought each 
subscriber: (1) SIX complete 
home-study courses, (2) com- 
plete chapters from 16 major 
text books, (3) 70 feature ar- 
ticles on principles and prac- 
tice, (4) 99 tables of engineer- 
ing data — all for $10. 


INDEX — COURSES 


Curves, Equations, Series 49 (10) 

Differentiation, Integration and Fourier 
Series 49 (11) 

Laplace Transformation 49 (12) 

Magnetic Measurements 65 (7) 

Using Electrical Instruments 49 (8) 

Vectors and Phase 49 (9) 


SUBJECT INDEX — BOOKS 


Acoustics Room Design and Noise Con- 
trol, M. Rettinger 125 (11) 

Applied Mechanics Surveys, H. Abram- 
son, H. Liebowitz, J. Crowley and 
S. Juhasz 163 (11) 

Basic Programming, J. 
T. Kurtz 115 (11) 

Chamber’s Shorter Six-Figure Mathe- 
matical Tables, L. Comrie 131 (9) 

Electronic Engineering Nomograms, M. 
Applebaum 168 (9) 

Fortran Autotester, 
Johnson 116 (8) 

Industrial Experimentation, K. Brown- 
lee 127 (10) 

Laboratory Instruments — Their Design 
and Application, A. Elliott and J. Dick- 
son 128 (8) 

Matrix Analysis and Analytical Geo- 
metry, P. Kopesak 149 (10) 

Measurement and Analysis of Random 
Data, J. Bendat and A. Piersol 117 
(12) 

1967 Book of ASTM Standards, Part 8 
185 (11) 

Physics, Part II, D. Halliday and R. 
Resnick 159 (7) 

Recommended Practice for Gas Chroma- 
tography Terms and Relationships 
121 (10) 

Signals, Systems and Communication, 
B. Lathi 161 (12) 

Temperature Control, M. Kutz 167 (8) 

The Oscilloscope, G. Zwick 165 (10) 


Kemeny and 


R. Smith and D. 


INDEX — TABLES 


Basic Magnetic Parameters 71 (7) 

Basic Magnetic Relations 66 (7) 

Characteristics of Two Alnico Materials 
77 (7) 

Chromaticity Co-ordinates for Mono- 
chromatic Radiations and Distribution 
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System 163 (8) 

Coefficients for Power-Series Approxi- 
mation of Thermocouple Response, 
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143 (7) 

Common Thermocouples 137 (7) 
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Comparison of Power Supply Charac- 
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Conversion of Angular Measure 166 (8) 
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